Western Electric Company, Inc. 
Telephone Sales Division - Excl. Inst. 


WIRES OF 200 & 268 TTY CagmeETS 


£1G.3 F1G. 4 


CONNECTIONS FOR MEG LINE TO 


Engineer of Shops CONNEG TIONS FOR FOS. LINE v cRUUND AT TTY o] Hs) FIG.B 
- - 
: ate 0 ey . ze nomen suppes cont 
warenrine 56 eT reawson MaeMnot 1 a\e erg = ices tats cao 
GROUND e a | 4259 4 a ey LaMesmitcn & . —— POWER SUPPLY 
tout {+ *T akoce | nie momar} wre 6 bt — om suscasstns 
’ IN FIG. 4 Ss 
¢ ie} —w 
+ TO LINE £ J ore 
y me oe | 
THSO9. u 
en by be 424-9 CONK SUCH MOUNTED | q + <9-14532,U Coro 
fsrneo OM WALL AS NEAR IO" TY AS FEASIBLE H < = s 
as Reo [A a | ° xs 
a | -ee- 
fi G2 6d GIS 
ee Taness. ONCAS. MCRErCATOM GF HRENS OF 2 TTY CAbeRET he dee 
FIG.D TERMS ON CAB Tena STRIP CIN IGA rf hems PAATS PeRRCNED WITH 200.7 8 6 TYPES oars FIS.A 
are wave Lira aided 6 owen sure COnD, 
witnouT GRou! 
SHapine SET GROUNOED 
bon) a Seana 
. a eC ay ’ TO FIG A Om SUBSCRIBERS. 
FIG.C 1 ' On BAS ACO paeurses 
WITHOUT WAVE 1 1 = 
SHAPING SET Hi ] 4S Ss \ 
® 
aL yarice, ' fx \ ey [J ae . KS-7993 
WAVE SHAPING Sm ben ls bn & lt Zl tm — to Ot el So ee Oo Od ole mde 6 mde @ ww ee ee ee ee ee 
REQUIRED » ath 2 iw CABET FRAME — ELECTRICAL SERVICE —,; 
Ste‘hove's 4s TERMS. ON CAD. ground UT FRAME GROUND To net 
TERM STRIP TC IN FIG! ——e A 
taken gi TY Sy Ree crt eres Re pe | PRESET — See ay: 
fs ee ee A 
1 r PRO CGS Cee REL Meee Tine Seer ency CONNECTIONS FOR TPIS29S¢ RECTIFIER 
| ’ MMIT ALL STRAPS FOR POLAR OPERATION Ac POWER SUPPLY ASSEMBLY 
i ali Tle 
28C TELETYPEWRITER-BASE TECeT StLEctOR \ ADD TPISISI9 STRAP FOR, Teal = oO frre 4 
' sh} 9 FIG.E shag ; 5 ' 
eels) CONNECTIONS. fee i) : 
WITHOUT LINE ! « 
TEST KEY 1 ? u TP 133437 1 
° Pt ' 2 ‘STRAP 1 
Te | 2: ' “ H 
td] | fe , ‘ 
‘ = ' Low TERws.in H 
! ECECTRICAL J 
oH : SERVICE 
um 
5 ° : worm COM TACK 
asco | fn TERNAL HOCK ° 
(8)/ LINE TEST KEY T.8. | ! 
! |} to ——4 Hy ' +: 
| 1 « oEyeetecan, 
| TERM STRIPA'IN ' VICE UNI 
j ELECTRICAL SERVICE ¢ 1 ! 
be pea | | abo tesigie strap ror | 
! A 1 060 AMP OPERATION 1 
i  . © SF Saxs eee PO be Ce] CEE SERRA 
PB Te ee ee DS ee | ae be wea ee eee 
! ® F 
| ‘oa re 
Semana See SASC CONNECTOR 6 1P192625 LINE TEST muss IM ELECTRICAL 
! med re rar KEY ASSEM SERVICE UNIT 
| 
a | TIME SWITCH 
Tone —_—— 
, 1 i 
wee-11) weil 
! | VSwE-11 VSei1 6 
SPARK SUPP | Wedd 
isstuoa ral sree POWER Comm 
K3-7993 \2 weesshens-sytis im TTY TASLE 


SIGMAL 


GENERATOR 


MACHINE SCREWS AND COMMECTORS 
PROVIDED SEPARATELY. INSTALL 


28 A208 A, 28 A228 B, 28 C, 26 0, TYPING UNITS 


CHANGE FROM PREVIOUS ISSUE 


TO INCLUDE WIRING FOR POSITIVE BATTERY 
AND NEGATIVE BATTERY AT TTY TO LINE. 


TP 581.000 
800K UC 
CODE W0470 


; Sheet 1 of 2 
WIRING PLAN 28 TYPE TELETYPEWRITER 3-25-59 


STATIONS-PRIVATE LINE SERVICE~SEND AND RECEIVE Repl. Iss. ‘(-12-57 
OR RECEIVING ONLY-RELAY OPERATION-ONE WAY 

POLAR OR NEUTRAL, 2W LIWE OR IW LIME TO 

GROUND OR BATTERY, SWITCH CONTROL-WAVE SHAPING 

SET-TIME SWITCH-AC OPERATION. 


NOTES: 
1,4 WYRE MAM SHALL“LINE OUT ALL FIGURES KOT USED OM COPY OF 
WIRIMG PLAN WHICH ACCOMPANIES STATION. 


2. CANCELLED. 


3. UWLESS OTHERWISE SPECIFIED ALL COLOR CODED INTERCONHECTING 
LEADS SHALL BE 22G& BROWN, TYPE GS STATION WIRE PER 


A.T. & T. CO. SPEC. 7039. 


THE A & B LEA@S SHALL EE CONNECTED. TO TERMIMALS ON WAVE 
SHAPING SET AS SPECIFIED OM THE LT WIRING PLAM (SEE BSP 
30.620), 


ADD TPI51819 STRAP ON TERMINALS C-9 AND C-I! FOR RECEIVE 
ONLY SERVICE AMD STRAP KO-KI ON Z8B BASE. 


REMOVE STRAPS FROM TERMS 21-40 AND 22-35, 


LINE AND GROUND COMNECTIONS SHALL BE MADE PER 
FIG. 2, 3, ORY. 


